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FW: Breaking News: President Trump has fired James Comey, the F.B.I. director 
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Blair Taylor 
President 
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22 North Front Street, Suite 670 
Memphis,TN 38103 
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From: NYTimes.com News Alert [mailto:nytdirect@nytimes.com] 

Sent: Tuesday, M ay 9, 2017 4:55 PM 

To: Blair Taylor <btaylor@memphistomorrow.org> 

Subject: Breaking News: President Trump has fired James Comey, the F.B.I. director 


Add nytdirect@nytimes.com to your address book. 


May 09, 2017 
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Breaking News Alert 


BREAKING NEWS 

President Trump has fired James 
Comey, the F.B.I. director 

Tuesday, May 9, 2017 5:53 PM EDT 

Mr. Trump did so on the recommendation of Attorney General Jeff Sessions, said Sean 
Spicer, the White House spokesman. 


Read more » 





ADVERTISEMENT 



Powered by 1! Liwefcntent AdCholDes 


FOLLOW NYTimes l FACEBOOK @NYTimes 


Get unlimited access to NYTimes.com and our 
Get more NYTimes.com newsletters » NYTimes apps for just $0.99. Subscribe » 


ABOUT THIS EMAIL 

You received this message because you signed up for NYTimes.corn's Breaking News Alerts newsletter. 
Unsubscribe Manage Subscriptions Change Your Email Privacy Policy Contact Advertise 


Copyright 2017 The New York Times Company 620 Eighth Avenue New York, NY 10018 










